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3.3 < d ) 

SHELTERED HOUSING FACItmES. 

-inlerior surfaces. The floors and walls of tndcxjf housing facilities, and any other surfaces in oantact with ihe animals, must 
be impervious (o moisture. 

•In the whelping room. The whelping perts are elevated by four untreated wood stmctures. 

•The above Item must be corrected and steps taken to prevent these items from recurring throughout your facilities 
-To be corrected by: Feb 29. 2004 
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